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Chapitre 3 



Kit d'extension HP a deux 
logements ISA 

REMARQUE Le kit d'extension HP a deux logements ISA permet l'utilisation de cartes 
ISA pleine longueur. 

Ce kit ne necessiste pas de pilotes. Le programme Setup du BIOS de votre 
PC est automatiquement mis a jour lors de l'installation de la carte 
d'extension HP a deux logements ISA. Le cas echeant, pour acceder au 
programme Setup, appuyez sur F2 au demarrage et retablissez les 
parametres des options de menu appropriees. 



Plateformes prises en charge 

Le kit d'extension HP a deux logements ISA est uniquement pris en charge 
par les HP Vectra VL400 Desktop et Minitower. Pour plus d'informations 
sur ce kit, allez a l'adresse : www . hp . com/go/pcaccessories. 



Installation du kit d'extension ISA 

Installation sur un PC HP Vectra VL400 Desktop 

1 Debranchez le cordon d'alimentation du PC et retirez le capot. 

2 Inserez les deux chevilles de positionnement sur le chassis du PC 
comme illustre ci-dessous. 



chevilles 
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Installation du kit d'extension ISA 



3 Placez la carte d'extension au dessus des chevilles de positionnement et 
enclenchez-la. 

4 Serrez les deux vis. 

5 Connectez les cables de donnees et d'alimentation. 



cable de donnees cable d'alimentation 




vis a serrer 



Installation sur un PC HP Vectra VL400 Minitower 

1 Debranchez le cordon d'alimentation du PC et retirez le capot. 

2 Couchez la mini-tour sur le cote. 

3 Inserez les deux chevilles de positionnement sur le chassis du PC 
comme illustre ci-dessous. 



taquet 




4 Placez la carte d'extension au dessus des chevilles et des taquets de 
positionnement, puis enclenchez-la. 
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Services d'assistance HP 



5 Serrez la vis. 

6 Connectez les cables de donnees et d'alimentation. 



cable de donnees cable d'alimentation 




vis a serrer 



Services d'assistance HP 

Pour savoir comment resoudre les eventuels problemes avec les accessoires 
HP, consultez le site web d'assistance HP suivant : 

HP Vectra www.hp.com/go/vectrasupport 



Garantie materielle 

Cet accessoire HP est couvert par une garantie materielle limitee pendant 
une periode d'un an a compter de la date d'achat par l'utilisateur final 
initial. Le depannage est assure par retour du materiel a HP ou a un centre 
de maintenance agree pour les reparations. 

Hewlett-Packard se reserve le droit de reparer ou de remplacer un 
accessoire defectueux par une unite neuve du meme type ou de modele 
equivalent. 

Si cet accessoire est achete et utilise avec un ordinateur personnel HP Brio 
ou HP Vectra, ou avec une station de travail personnelle HP Kayak, il sera 
couvert par la garantie de l'ordinateur ou de la station, selon les memes 
conditions de depannage et de duree. 

Reportez-vous a la declaration de garantie qui accompagne votre ordinateur 
personnel ou votre station de travail HP pour connaitre les limitations de 
garantie, les responsabilites de l'utilisateur et les autres termes et conditions. 
TRANSACTIONS COMMERCIALES AVEC L'AUSTRALIE ET LA 
NOUVELLE-ZELANDE : LES TERMES DE LAPRESENTE GARANTIE, 
DANS LES LIMITES PREVUES PAR LA LOI, N'EXCLUENT, NE LIMITENT 
ET NE MODIFIENT PAS LES DROITS RELATIFS A LA VENTE DE CE 
PRODUIT MAIS VIENNENT S'Y AJOUTER. 
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Informations reglementaires 



Informations reglementaires 



DECLARATION OF CONFORMITY 

According to ISO/TEC Guide 22 and EN 45014 



Manufacturer's Name: HEWLETT-PACKARD France 
Manufacturer's Address: 5, Avenue Raymond Chanas - EYBENS 
38053 GRENOBLE CEDEX 09 -FRANCE 

Declares, that the products: 

Product Name: HP Isa Extension Card 
Model Number: P1553A 

Conform(s) to the following Product Specifications: 

SAFETY -International: IEC 00950:1991 + A1 + A2 +A3 +A4 
-Europe: EN 60950:1992 + A1 + A2 +A3 +A4 +A11 
ELECTRO MAGMETIC COMPATIBILITY 

■CISPR 22:1993 + A1 +A2 / EN 55022:1994 +A1 +A2 Class B 1 ! 

■EN 50082-1:1992 

IEC 801-2:1991 / prEN 55024-2:1992 - 4kV CD, 8 kV AD 
IEC 801-3:1984 / prEN 55024-3:1991 - 3V/m 

IEC 801-4:1 988 / prEN 55024-4:1 993 - 0.5 kV Signal Lines 1 kV Power Lines 

- IEC 555-2:1 982 + A1 :1 985 / EN 00555-2:1 987 
-IEC 61000-3-3:1994 / EN 01000-3-3:1995 



- ICES-003, Issue 3 

Supplementary information: The product herewith complies with the requirements of the following Directives and 
carries the CE mark accordingly: 

the EMC Directive 89/336/EEC and Low Voltage Directive 73/23/EEC both amended by the Directive 93/68/EEC. 

' The product was tested in a typical configuration with Hewlett-Packard Personal Computer systems. 
2 ' This device complies with part 1 5 of the FCC rules. Operation is subject to the following two conditions: 
(11 This device may not cause harmful interference, and 

{21 This device must accept any interference received, including interference that may cause undesired 
operation. 



Grenoble, June 2000 




For Compliance Information ONLY, contact: 

USA contact: Hewlett-Packard Company, Corporate Product Regulations Manager, 3000 Hanover 
Street, Palo Alto, CA 94304. (Phone 14151 857-1 501 1. 
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Informations reglementaires 



IMPORTANTYova votre securite, ne retirez jamais le capot du PC sans avoir au prealable 
debranche le cordon d'alimentation de la prise secteur, ainsi que toute 
connexion a un reseau de telecommunications. Si un power protection 
device est installe dans votre PC, retirez le cordon d'alimentation puis 
attendez 1'arret total du systeme, avant de retirer le capot du PC. Retirez les 
cables du power protection device avant toute operation de maintenance. 
Remettez toujours le capot en place avant de remettre le PC sous tension. 



Notice for the USA: FCC Statement Class B 

Federal Communications Commission Radio Frequency Interference Statement Warning: 

This equipment has been tested and found to comply with the limits for a 
Class B digital device, pursuant to Part 15 of the FCC Rules. These limits 
are designed to provide reasonable protection against harmful interference 
in a residential installation. This equipment generates uses, and can radiate 
radio frequency energy and, if not installed and used in accordance with 
the instructions, may cause harmful interference to radio communications. 
However, there is no guarantee that interference will not occur in a 
particular installation. If this equipment does cause harmful interference to 
radio or television reception, which can be determined by turning the 
equipment off and on, the user is encouraged to correct the interference by 
one or more of the following measures: 

• Reorient or relocate the receiving antenna 

• Increase the distance between the equipment and the receiver 

• Connect the equipment into an outlet on a circuit different from that to 
which the receiver is connected 

• Consult the dealer or an experienced radio/TV technician for help. 
Hewlett-Packard's FCC Compliance Tests were conducted using HP- 
supported peripheral devices and HP shielded cables, such as those you 
receive with your system. Changes or modifications not expressly approved 
by Hewlett-Packard could void the user's authority to operate the 
equipment. 

Notice for Canada 

This Class B digital apparatus complies with Canadian ICES-003. 

Cet appareil numerique de la classe B est conforme a la norme NMB-003 du 

Canada. 
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Notice 

The information contained in this document is subject to change without notice. Hewlett-Packard makes 
no warranty of any kind with regard to this material, including, but not limited to, the implied warranties 
of merchantability and fitness for a particular purpose. Hewlett-Packard shall not be liable for errors 
contained herein or for incidental or consequential damages in connection with the furnishing, 
performance, or use of this material. Hewlett-Packard assumes no responsibility for the use or reliability of 
its hardware or software on equipment that is not furnished by Hewlett-Packard or equipment for which it is 
not intended. This document contains proprietary information that is protected by copyright. All rights are 
reserved. No part of this document may be photocopied, reproduced, or translated to another language 
without the prior written consent of Hewlett-Packard Company. 

Microsoft®, MS®, MS-DOS®, Windows®, and Windows NT® are U.S. registered trademark of Microsoft 

Corporation. 

Hinweis 

Inhaltliche Anderungen vorbehalten. Hewlett-Packard ubernimmt keine Garantie welcher Art auch 
immer fur diese Ausrustung, einschliefclich der (doch nicht begrenzt auf die) Qualitatsgarantie und die 
Garantie bezughch Eignung fur einen bestimmten Zweck. Hewlett-Packard haftet nicht fur in dieser 
Dokumentation enthaltene Fehler oder fur unbeabsichtigte oder indirekte Schaden in Verbindung mit 
der Lieferung, der Leistung oder der Benutzung der Ausrustung. Hewlett-Packard ubernimmt keine 
Haftung fur den Betrieb oder die Zuverlassigkeit seiner Software, wenn diese auf Hardware benutzt wird, 
die nicht von Hewlett-Packard geliefert wurde. Dieses Dokument enthalt proprietare Informationen, die 
durch das Copyright geschiitzt sind. Alle Rechte vorbehalten. Dieses Dokument darf ohne vorherige 
schriftliche Genehmigung der Hewlett-Packard Company weder ganz noch teilweise fotokopiert, 
reproduziert oder iibersetzt werden 

Microsoft®, MS®, MS-DOS®, Wmdows®, und Wmdows NT® sind in den USA eingetragene 

Warenzeichen der Microsoft Corporation. 

Avertissement 

Les informations contenues dans ce document peuvent etre modifiees sans preavis. Hewlett-Packard ne 
donne aucune garantie de quelque sorte que ce soit concernant, sans que ce soit limitatif, les garanties 
implicites de qualite commerciale de ce materiel, ou la bonne adaptation de celui-ci a un usage 
particulier. Hewlett-Packard n'est pas responsable des erreurs pouvant apparaitre dans ce manuel et 
n'est pas non plus responsable des dommages directs ou indirects resultant de Tequipement, des 
performances et de l'utilisation de ce materiel. Hewlett-Packard ne saurait etre tenu pour responsable de 
l'utilisation et de la fiabilite de son logiciel sur des materiels non fournis par Hewlett-Packard. Les 
informations contenues dans ce document sont originates et protegees par copyright. Tous droits 
reserves. L'acheteur s'interdit en consequence de les photocopier, de les reproduire ou de les traduire 
dans toute autre langue, sauf accord prealable et ecrit de Hewlett-Packard. 

Microsoft®, MS®, MS-DOS®, Wmdows®, et Wmdows NT® sont des marques deposees aux Etats-Unis 

de Microsoft Corporation. 

Aviso 

La information contenida en este documento esta sujeta a cambios sin previo aviso. Hewlett-Packard no 
ofrece ningiin tipo de garantia con respecto a este material, incluyendo, pero sin limitarse a, las garantias 
impKcitas de comerciabilidad e idoneidad para un fin determinado. Hewlett-Packard no asume 
responsabilidad alguna por los posibles errores contenidos o por los dahos casuales o emergentes 
relacionados con el suministro, funcionamiento o uso de este material. Hewlett-Packard no asume 
responsabilidad alguna por el uso o fiabilidad de su software en equipos que no hayan sido fabricados por 
Hewlett-Packard. Este documento contiene informacion patentada, protegida por las leyes del copyright. 
Reservados todos los derechos. Ninguna parte de este documento puede ser fotocopiada, reproducida o 
traducida a otro idioma sin la autorizacion previa y por escrito de Hewlett-Packard Company. 
Microsoft®, MS®, MS-DOS®, Wmdows®, y Wmdows NT® son marcas registradas de Microsoft 
Corporation en EE.UU. 
Awiso 

Le informazioni contenute in questo documento sono soggette a cambiamento senza preawiso. Hewlett- 
Packard non rilascia garanzie di alcun tipo riguardo a questo materiale, comprese le garanzie implicite di 
commerciabilita e di idoneita per uno scopo particolare. Hewlett-Packard non sara ritenuta responsabile 
per errori contenuti in questo documento, ne per danni accidentali o conseguenti alia fornitura, alle 
prestazioni o all'uso di questo materiale. Hewlett-Packard non si assume alcuna responsabilita riguardo 
all'uso o aU'affidabilita del proprio software su apparecchiature di altri produttori. Questo documento 
contiene informazioni di proprieta protette da copyright. Tutti i diritti sono riservati. Nessuna parte di 
questo documento pub essere fotocopiata, riprodotta o tradotta in un'altra lingua senza un precedente 
consenso scritto di Hewlett-Packard Company. 

Microsoft®, MS®, MS-DOS®, Wmdows®, e Windows NT® sono marchi di Microsoft Corporation 
registrati negli Stati Uniti. 

Hewlett-Packard France, 38053 Grenoble, Cedex 9 France 
© 2000 Hewlett-Packard Company 
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